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Fig, 40     Manufacturing Deviations

Errors in mold dimensions at the time of casting, errors due to
incorrect filling of a mold, and the changes  in the dimension of

the panel  after compaction are considered to be the main sources of
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fabrication deviations for wall   panels.v      *             ;    In floor

elements, length error, caused by inaccuracies in cutting long
panels into short pieces is the main manufacturing deviation.

2.4.2    Setting Out Deviation

The measured space into which a panel  is designed to fit is subject
to setting-out deviations as shown in Fig. 39.    These deviations
are generally the result of limitations of measurement methods and

equipment.    The importance of setting-out deviations has been
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recognized and some guidance provided.^      '
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